
I» FOR HR P ARANGO SKY FROM COL NELSON* 

HAS JUST CANCELLED TEST FLT ON 125 TODAY 26 MAR 63 DUE TO 


ELECTRICAL PROBLEM* problem involves new wiring changes 
DESIGNED TO KEEP BATTERY IN CIRCUIT DURING IMS OPERATION 


FOR SMOOTHING PURPOSES* BELIEVE YOU FAMILIAR WITH THIS* 
COULD NOT GET EXTERNAL POWER ON SYSTEM® WILL WORK TODAY 26 
MAR S3 AND TONIGHT UNTIL CORRECTED® 


2® RESCHEDULED TAKEOFF FOR 27 MARCH 1200 HOURS LOCAL 

□fc 


TIME® SPUTNIK TIMES GIVEN 


'OR 27 MARCH REQUIRE TAKEOFF 


AT THIS LATE HOUR, DUE TO NEED TO BE EXPOSED APPROXIMATELY 2 
HOURS PRIOR TAKEOFF TIME* SPUTNIK TIMES UNFORTUNATELY NOT 
COMPATABLE WITH SUN ANGLE REQUIREMENTS FOR PACKAGE TESTING* 

END OF MSG 


APPROVED FOR RELEASE 
DATE: AUG 2007 



BGP&ODMCIION BY OTHER THAN THE ISSUING OFFICE IS PROHIBITS), ' Cep? Na 





